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the flesh, but to the glories of another world. Young
may be technically right in the dispute; but the
Prophet's sons are, in my opinion, legally and
morally in the right. It is my firm conviction,
that if the practice of plurality should Become a
permanent conquest of this American church, the
Saints will not owe it to Joseph Smith, but to
Brigham Young.